Brief comment text:

As I am amateur radio user, I do not want to loose what precious bandwidth we have left. Also quite large number of people use the 900 mhz band for controls and for reliable communication. Since these are usually lower power transmitters they are not polluting the air waves that are already packed. Having a space based transmitter network on the same band width will inevitably dampen or destroy the current users access to these air waves. AS such I object to this proposal to change the configuration of the 900 MHZ band.  Thanks for allowing the open comments.
